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Chest,  Infections  Anemia  Diagnosis. 

Veterinary,  Field.,  Type  1939 

SOURCE:  Veterinary  Department  Headquarters  Depot,  Tachikawa, . 

Japan, 

IMPORTANCE:  Not  previously  reported e 

DESCRIPTION :  This  chest  is  made  of  reinforced  fiber  and  measures 
21!l  x  14”  x  9M .  It  has  one  metal  handle  on  each  end,  two 
snap  catches  and  locking  hasp  on  the  lid,  and  is  very  stur¬ 
dily  constructed.  The  inside  is  finished  with  heavy  fabric 

The  chest  is  painted  dark  green  with  red  veterinary  in¬ 
signia,  and  the  black  Japanese  characters  on  the  lid,  lit¬ 
erally  translated,  mean  ” Infectious  Anemia  Diagnosing  Equip¬ 
ment”, 

On  the  underside  of  the  lid  is  fastened  an  inventory  of 
the  proper  contents.  A  translation  is  included  in  this 
report, 

COMMENT :  Equipment  for  diagnosing  anthrax  and  glanders  is  in¬ 
cluded  as  a  part  of  the  basic  eauipment  sets  carried  by 
large  Japanese  Army  Veterinary  field  units,  but'  this  spe¬ 
cialized  set  is  issued  in  addition,  to  fill  local  needs. 

It  is  compact  and  suitable  for  dispatch  with  parties  in¬ 
vestigating  epidemics  of  these  diseases  in  the  field. 

Photograph:  Chest  with  contents  displayed. 
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Chest  with  contents  displayed© 
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INVENTORY_OF 

CHEST »  INFECTIOUS  ANEMIA  DIAGNOSIS 
YET  ERIN  .AKY^  FIELD,,  TYPE  jJ39 


Test  tube,  diameter  12  mm 

Tube,  centrifugal 

Thermometer 

Pipette,  2  cc 

Pipette,  1  cc 

Burette,  20  cc 

Burette,  10  cc 

Boil  sterilizer  and  constant  tempera 

Needle,  phlebotomy 

Thermometer,  100  degree 

Test  tube  stand 

Sedimentation  tube  stand 

Platinum  wire  holder,  including  wire 

Lables,  small 

Pencil,  glas s -marking ,  blue  and  red 

Test  tube  washer,  small 

Test  tube  washer,  wooden 

Alcohol  lamp,  small 

Bottle,  hard  glass,  100  cc 

Funnel  stand 

Sodium  citrate 

Infectious  anemia  diagnosing  solutior 
first  solution 

Infectious  anemia  diagnosing  solutior 
second  solution 

Infectious  anemia  diagnosing  solutior 
third  solution 
Nessler  tubes 
Test  tube,  diameter  16  mm 
Test  tube,  diameter  12  mm 
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